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OC-M81-511 
1 July 1981 


MEMORANDUM FOR: | | 

Associate Deputy Director for Processing, ODP, DDA 


FROM: 


SUBJECT: 

REFERENCE: 


executive Assistant, OC 
Building Requirements □ 

ODP 81-731, Dtd 9 June 1981, Same Subject 


25X1 


1. The following is the Office of Communications response to the 
questions raised in the attachment to the reference: 

a. All OC components presently in leased space could 
move to the Langley compound. 

b. There are no plans to move any OC elements from the 

| | c omp lex. 

c. Attachment A is the OC Headquarters personnel ceiling 
projection for 1987 through 2000. Attachment B is an estimate 
of machine suppor t and required floor space for communications 
support systems. 

2. If there are any question s regarding th e above, please contact 
the undersigned on secure extension 


25X1 


Attachments : 
As Stated 


25X1 


Downgrade to CONFIDENTIAL 
Upon Removal of Attachment 


25X1 
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Attachment B 
OC-M81-511 
Dated 1 July 1981 


ESTIMATED MACHINE SUPPORT 
1987-2000 


Floor Space 

Word Computer Terminals for Commo Support 

Component Processors Computer Terminal Printer Systems 


1. Office of the D/CO 2 

2. OC-P&B 1 

3. OC-PS 1 

4. OC-FND 20 

5. I I 4 

6. OC-ED 5 

7. OC-CSD 5 

8. OC-HRD 4 

9. OC-SSD 5 


10. | p roject Support - 

(CoC) 1 

11. 0S0 Support - 

| 1 

Totals 49 


2 

1 

1 

78 

72 

54 

7 

25 

22 

1 


1 

1 

1 

17 

6 61,550 sq. ft. (1987) 

88,200 sq. ft. (2000) 


21 



(1987) 


263 


60 154,150 sq. ft. 


SPECIAL REQUIREMENT: 

A 10' X 10' freight elevator with a 30,000 lb. minimum capacity and emergency 
power source. 
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